underground on the morning after the terminations of
Mr. Collins and Mr. Kennedy, he testified that he could not
tell whether any roof bolting had been done because pillar
work had begun in a new area and he could not safely observe
what had been done on prior shifts because the roof had
fallen in up to the pillar break line.

I have also given little weight to the testimony by
Mr. Jordan and Mr. Brewster with regard to the roof bolting
practices or other conditions which may have existed on the
second shift during the periods when the complainants were
working on that shift.  For the reasons stated earlier, I
conclude and find that Mr. Brewster and Mr. Jordan had little
or no presence underground during the second working shift
and were in no position to personally observe any of the pre-
vailing working or mine conditions during that shift.

Complainant Larry Collins testified that during his
employment on the second shift, entire coal pillars were- mined
without any roof bolts ever being installed, and that this was
a common practice.  Complainant Earl Kennedy testified that
during his employment on the second shift a roof bolter was
present on the section but it was backed up out of the way and
he never observed it being used to install roof bolts while
the pillar splits were being mined.

Terry Kennedy, Earl's brother, testified that for the
2 days he worked on the second shift on August 13 and 14,
1984, no roof bolts were ever installed and the roof bolting
mahine was never used.  Terry Kennedy testified further that
while no one ever directed him to work under unsupported roof,
he did so anyway "to keep his job."  He also asserted that he
told Mr. Sweeney that the safety of the miners was being jeop-
ardized by not roof bolting, and that Mr. Sweeney replied that
since the mine was a small operation they "could get by with
just about anything."

Jerry Kennedy, who is unrelated to the complainant, tes-
tified that during his employment on the second shift from
August 13 to 23, 1984, he never observed the roof bolter in
use or the roof being bolted.  He testified that the pillars
would be mined through to the end without any pillar roof
bolting taking place, and that he observed scoop operators go
under unsupported roof, and that this was a "common
occurrence."

Bobby Mullins, who work the day shift as a pinner helper,
testified that during his employment underground for 3 weeks
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